The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

BUREAU OF LABORATORY SCIENCES 


June 8, 2012 

ADA Debra Payton 

Norfolk Count^istncU\ttorney’s Off ice 

Re: Sample i^^^^^HComm. vs. HHHHIUHi 

Dear ADA Payton: 

Enclosed are copies of the information you requested for the above mentioned sample 

1) Drug Receipt 

2) Evidence Control Card with hand-written notations 

3) Drug Powder Analysis Form with my hand-written notations 

4) GC/MS confirmatory data 

I was the primary/custodial chemist and performed all of the testing for this sample. 

If you have any further questions, please do not hesitate to call me at either 617-983- 
6632 or 617-983-6689. 



Della Saunders 
Chemist III 


William A. Hinton 
State Laboratory Institute 
305 South Street 
Jamaica Plain, MA. 02130 



DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BiGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8:00 - 11:00 
2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9:00 - 12:00 

1 : 00 - 3:00 


City or Department: 




Police Reference No.: 


Name and Rank of Submitting Officer: 


Olfont ('L ’wl 


jit (A-mi 




To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 




Date Analyzed: toW 3 1 2012 


no. 

City: Dedham Police Dept. 
Officer: P.O. C. O'SULLIVAN 

Amount: 

No. Cont: 25 Cont: pb 


Date Rec'd: 05/16/2012 
Gross Wt.: 76.12 


Subst: SUB 

No. Analyzed:^ 

Net Weight: 

# Tests: pgg 


Prelim: CUC&fTfc 


Findings \-COCtffllgs 




Folk OIG PRR 112214 




o 


DRUG POWDER ANALYSIS FORM 



SAMPLE it AQENOY / M'y? 

No, of samples tested: 


ANALYST 





Evidence Wt 


'£ub^i4tc cmkm/in 


PHYSICAL DESCRIPTION: . 

&o) p/M /W'j ^ 


Gross Wt ( ) 

Gross Wt ( ) 

Pkg. Wt 





PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate J_[ 

Marquis — 
Froehde’s ~— 
Mecke's 


±_bk& 


/OfT MIcrocrystalllne Tests 

Gold 

Chloride "f~ __ 

TLTA ( ) 

OTHER TESTS 



PRELIMINARY TEST RESULTS 

RESULTS fjJUU’tlC- 
DATE £ Iffi'/jO' 


/O CGC/MS CONFIRMATORY TEST (*>Q&30l9>S 



Folk OIG PRR 112215 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05 

DCS 

31 May 2012 1:12 

BLANK 


DRUGS .M 
RTE 


30 12\83 023 0.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_112216 


830230,D 


Thu May 31 01r23:31 2012 


Page 1 






Area Percent / Library Search Report 


Information from Data 

File: 


File Name 

C:\MSDCHEM\1\SYSTEM7\05 30 12\830231.D 

Operator 

DCS 



Date Acquired 

31 May 2012 

1:27 

Sample 

Name 

COCAINE STANDARD 

Submitted by 
Vial Number 

16 



AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 











\y 


Abundance 



TIC: 830231'D\data.ms 



4.696 


1500000 





1000000 





500000 





u* 

! 1 1 1 r — i r — i— 

”i—i—}—rr~o 

M 1 1 |T T 

1 T 1 | i 1 J 1 f" "f uJ i. i j 1—I 1 1 p~l 1 1 I j 1 1 1 i | 1 T l T" 

Time--> 2.00 3.00 

4.00 

5.00_ 6,00 

7.00 a.00 9.00 10.00 11.00 12.00 

Ret> Time 


Area 

Area % Ratio % 

4.596 



1558872 

100.00 100.00 


830231.D Thu May 31 01:38:59 2012 Page 1 
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Area Percent / Library Search Report 


Information fror 

Data File: 

File Name 

C:\MSDCHEM\1\SYSTEM7\05 30 12\830231.D 

Operator 

DCS 

Date Acquired 

31 May 2012 1:27 

Sample Name 
Submitted by 

COCAINE STANDARD 

Vial Number 

16 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search 

Libraries: C: 

C: 

C: 

\Database\SLI. L 
\ Database\NIST05a.L 
\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Libra 

ry/ID 

CAS# 

Qual 


1 4.60 C:\Database\SLI.L 


COCAINE 

y 

000050-36-2 

99 

COCAINE 


000050-36-2 

99 

COCAINE' 


000050-36-2 

99 



Abundance #29: COCAINE 



m/z-> 40 60 60 100 120 140 160 180 200 220 240 260 260 300 
















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C : \ MS DCHEM\ 1 \ SYSTEM? \ 0 5__3 0_12\830232.D 
DCS. 

31 May 2012 1:43 

BLANK 
DCS 
1 

DRUGS . M 
RTE 



Time-->_ 2,00 3.00 .4,00 5.00_6.00 7.00 _8.00 9.00 10 , 00 _ 11.00. 12.00 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS *** 


830232.D Thu May 31 01:54:26 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\l\SYSTEM7\05__3 0__12\83 0233 . D 
DCS 

31 May 2012 1;58 


DCS 

33 

DRUGS.M 
RTE 


Abundance 


1500000 


1000000 


4. $96 


TIC: 830233,D\data,m$ 


500000 


/\ ! 

1 1 . .... _____ 

Time~> 2.00 

i i 1 i i i t j-i-r- 

3.00 4.00 

i i l * * r-7 r 

5.00 6.00 

* ’ ii f i r 

7.00 

1 f 1 I i i [ 1 * } r 1 

8.00 9.00 ..10.00 

11.'00 12.00 .. 

Ret * Time 


Area 

Area % 

Ratio % 


3.775 

4.596 



148017 

1850107 

7.41 
92.59 

8.00 

100.00 



830233.D Thu May 31 02:10:02 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\1\SYSTEM7\05_30_12\830233.D 

Operator : DCS 

Date Acquired : 31 May 2012 1:58 

Sample Name : 

Submitted by : DCS 

Vial Number : 33 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Da t abase \PMW__TOX2 . L 

PK# RT Library/ID CAS# Qua! 


1 3.77 C:\Database\NIST05a.L 

Imidazo[2,1-b]fchiazole, 2,3,5,6-fcet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazof2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3.733 to 3.960 min.: 830233,D\dafa.ms {-) 

I M 8 



m/z~> 10 20 30 40 50 60 70 80 90_ 100 110 120J 30 140 1_50 160 170 180 190 200 210 220 230 _240 

Abundance #59447: lmidazo[2 ( 1-bjthsazole, 2 < 3,5 ) 6-tetrahydrO'6-phenyl- : (S)- 



m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 


830233,D Thu May 31 02:10:02 2012 Page 2 


Folk_OIG_PRR_112221 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
Acquis!tionMetht 
Integrator : 


Data File: 

C:\MSDCKEM\1\SYSTEM7\05_30_12\B30233.D 
DCS 

1:58 


33 

DRUGS . M 
RTE 



Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMWJT0X2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


2 

4.60 

C:\Database\SLI.L 






COCAINE 


000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 


000050-36-2 

99 




830233.D Thu May 31 02:10:03 2012 


Page 3 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\M3DCHEM\l\SYSTEM7\05_30__12\830234.D 

Operator : DCS 

Date Acquired ; 31 May 2012 2:14 

Sample Name ; 

Submitted by ; DCS 

Vial Number : 34 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Tlme--> 2.00 3.00 4.00 5,00 6.00 7,00_ 8.00 9.00 101)0 J 1,00_12,00 


Ret, Time 

Area 

Area % 

Ratio % 

4.5 96 

1679455 

100.00 

100.00 


830234.D Thu May 31 02:25:28 2012 


Page 1 
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Area Percent / 


Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_3 0__12\83 0234.D 

Operator : DCS 

Date Acquired : 3^Ma^2012 2:14 

Sample Name : HHHHHHi 

Submitted by : DCS 

Vial Number : 34 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NXST05a.L Minimum Quality: 80 

C:\Database\PMWJT0X2,L 

PK# RT Library/ID CAS# Qual 


C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 



Abundance #29: COCAINE 



m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


830234,D Thu May 31 02:25:28 2012 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name ; 

Operator 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\SYSTEM7\05__30_12\830235 *D 
DCS 

2:29 

DCS 

35 

DRUGS , M 
RTE 



Abundance TIC: 830235.D\data.ms 



Ret. Time Area Area % Ratio % 


3.775 193239 7,97 8,66 

4,596 2232318 92.03 100.00 


830235.D Thu May 31 02:40:54 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830235.D 

DCS .." 

31 May 2012 2:29 


DCS 

35 

DRUGS.M 
RTE 


Search 

Libraries; C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Da tabase\PMW_TOX2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


1 3.77 C:\Database\NIST05a.L 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2 # i-b]thiazole, 2,3,5, 6-tet 006649-23-6 97 


Abundance Average of 3,733 to 3,928 min.; 83Q235,D\data.ms (-) 



Abundance 

80 

60 

40 

20 




#59443: Imidazofrl-bjlhiazole, 2,3,5,6-tetrahydro-6-phenyj- 

204 
148 


73 


51 63 


40 50 60 


70 


m 


101 


89 

i ll. , 1 




127 


117| 
109 l 


1 1 rrr pVHY? r h i j i ' f r> * [ Yi t*t pm-qrr i‘ t ‘i p m i ^c T- ixp' i 'i rpnr r rp-?-rr pmyn < 11 

100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 


135 


176 

157 167 [ 185 


90 


830235.D 


Thu May 31 02:40:55 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830235.D 

Operator : DCS 

Date Acquired : 3^May^0^ 2:29 

Sample Name : HHHHHH 

Submitted by : DCS 

Vial Number ; 35 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C;\Database\SLI ,h Minimum Quality: BO 

C:\Database\NIST05a.L Minimum Quality; 80 

C: \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


2 4.60 C:\Datafoase\SLI.L 

COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Abundance Average of 4.553 io 4.802 min.; 830235.D\data.ms (-) 



Abundance #29: COCAINE 













Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830236.D 

Operator r DCS 

Date Acquired : 31 May 2012 2:45 

Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 



7 ^ 


Abundance 

2000000 

1500000 

1000000 

500000 





TIC: 830236.D\data.ms 


U-f-T-T- 

Time«> 2.00 

1 - 1 —|— T’T- 

3,00 

•"V" r "j—i—i —r )■ j--i—s—i—i—|—r~ 

4.00 5.00 6.00 

* ' ' i ‘ 1 ■ 

.7,00. 

—i |— i —(—l—i— \ —r— t— r-rp—f—i—\—) i < l l j l—l— 

8.00 9.00 10,pg_ 11.00 12.00 

— 

Ret. Time 


Area 

Area % 

Ratio % 


3.775 


198242 

7.86 

8 . 53 


4.596 


2324730 

92.14 

100.00 



830236 .D 


Thu May 31 02:56:19 2012 


Page l 
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Area Percent. / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830236.D 

Operator : DCS 

Date Acquired : 31 May 2012 2:45 

Sample Name : 

Submitted by : DCS 

Vial Number : 36 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NI3T05a.L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 

PK# RT Library/ID CAS# Qual 


1 3.77 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]fchiazole, 2,3,5,6-tet 006649-23-6 98 


Abundance Average of 3,743 to 3.913 min,: 830236*D\data.nns (-) 



830236,D Thu May 31 02:56:19 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\05__3 0__12\83Q236.D 

Operator : DCS 

Date Acquired : 31 May 2012 2:45 

Sample Name : 

Submitted by : DCS 

Vial Number : 36 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWjT0X2,L 

PK# RT Library/ ID CASj} Qual 

2 4,60 C:\Database\SLI.L 

COCAINE 000050-36-2 99 

COCAINE 000050-36-2 99 

COCAINE ' 000050-36-2 99 



40 60 80 100 120 140 160 180 200 220 240 260 280 300 


830236.D Thu May 31 02:56:20 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SY3TEM7\05_30_12\830237.D 

Operator : DCS 

Date Acquired ; 31May2012 3:00 

Sample Name : 

Submitted by : DCS 

Vial Number : 37 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Ret. Time 

Area 

Area % 

Ratio % 

3.775 

200024 

7,86 

8,54 

4 . 596 

2343448 

92.14 

100.00 


83 023 7 , D Thu May 31 03:11:54 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\05__3 0JL2\83 0237.D 

Operator : DCS 

Date Acquired : 3^Ma^ 2012 3:00 

Sample Name : 

Submitted by : DCS 

Vial Number : 37 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 



CAS# 

Qual 

1 

3 . 78 

C:\Database\NISTG5a,L 







Imidazo [2, 1-b]thiazole, 

2, 

3,5,6~tet 

006649-23-6 

98 



Imidazo [2, 1-b]thiazole, 

2, 

3,5,6-tet 

014769-73-4 

98 



Imidazo[2,1-b]thiazole, 

2, 

3,5,6-tet 

006649-23-6 

98 



m/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 _210 220 230 240 


830237.D 


Thu May 31 03:11:55 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830237.D 
DCS 

31 May 2012 3 : 00 


DCS 

37 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_T0X2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2 4.60 C:\Database\SLI.L 


COCAINE 


000050-36-2 

99 

COCAINE 


000050-36-2 

99 

COCAINE 


000050-36-2 

99 


Abundance Average of 4.559 to 4.733 min.: 830237.DVdata.ms (-) 




830237.D Thu May 31 03:11:55 2012 


Page 3 
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Area Percent / Library Search Report 


Information, from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM?\0 5_3 0_12\83 02 3 8 , D 
DCS 

31 May 2012 3:16 

BLANK 
DCS 
1 

DRUGS . M 
RTE 



Time~> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12,00 


Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


830238.D Thu May 31 03:27:20 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\05_30_12\830239.D 

Operator : DCS 

Date Acquired : 3:31 

Sample Name : 

Submitted by : DCS 

Vial Number : 39 

AcquisitionMeth: DRUGS * M 
Integrator : RTE 



500000' 

’3775 


0V^- 

Time~> 2.00 

■' 1 - ■ 

3 .C 0 

' ' ^ j ^ 1 ! r"v * » | 1 

4.00 5,00 6.00 

» 1 r-f * 11 

__ 7.00_ 

8,00 abo loloo 11 . 00 . J 2 I 00 . 

Ret. Time 


Area 

Area % 

Ratio % 

3.775 


201953 

10,16 

11,31 

4.596 


1785092 

89.84 

100.00 


830239.D Thu May 31 03:42:47 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

C:\MSDCHEM\1\SYSTEM7\05 30 12\830239.D 

Operator 

DCS 

Date Acquired 

31 May 2012 3:31 

Sample Name 


Submitted by 

DCS 

Vial Number 

39 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3/78 

C:\Database\NIST05a,L 






Imidazo [2, 1-b]thiazole, 

2 t 3, 5,6-tet 

006649-23-6 

99 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 



Imidazo [2, l-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 



830239.D 


Thu May 31 03:42:47 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05 

DCS 

31 May 2012 3:31 


DCS 
39 

DRUGS.M 
RTE 


30 12\830239,D 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

4.60 

C • \Database\SLl. L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 




830239,D Thu May 31 03:42:48 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\ 1 \SYSTEM7\ 05__30_12\ 830240.D 
DCS 

3 : 46 

DCS 
40 

DRUGS.M 
RTS 



Ret, Time Area Area % Ratio % 


3.775 192557 8.56 9.36 

4.596 2058083 91,44 100.00 


830240.D Thu May 31 03:58:13 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\l\SYSTEM7\05 30 

12\830240.D 

Operator 

DCS 


Date Acquired 

31 May 2012 3:46 


Sample Name 



Submitted by 

DCS 


Vial Number 

40 


Ac quisitionMe t h 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI,L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C:\Database\PMW_T0X2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


X 3.7? C:\Database\NIST05a.L 


Imidazo 

[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 

Imidazo 

[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 

Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

00664 9 - 23-6 

98 



m/z~> 


20 


40 


60 


80 


100 120 140 160 180 200 220 240 260 280 


830240.D Thu May 31 03:58:13 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830240.D 

Operator ; DCS 

Date Acquired : 31 May 2012 3:46 

Sample Name : 

Submitted by : DCS 

Vial Number : 40 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries; C:\Database\SLl.L 

C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 

PK# RT Library/ID 


000050-36-2 99 
000050-36-2 99 
000050-3 6-2 99 


C:\Database\SLI.L 

COCAINE 

COCAINE 

COCAINE 


CAS# Qual 


Minimum Quality: 80 
Minimum Quality: 80 



Abundance #29: COCAINE 



m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


83 024 0.D Thu May 31 03:58:14 2012 Page 3 

FolkJDIG PRR 112240 








Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\MSDCHEM\l\SYSTEM?\05_30_12\83 0241,D 

DCS 

31 May 2012 4;02 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


DCS 
41 

DRUGS,M 
RTE 


Abundance 

1500000 

1000000 

500000 



TIC; 830241 ,D\daia,ms 


0 Vr 
Time—> 2.00 

”i—i—i“T—r 

3.00 

“T-4— l' "i t 4-T—|—T 1 t —i —f—T- 

4,00 5.00 6.00 

' '■ *‘"1 1 r > 
7.00 

1 [ 1 1 1 1 1 1 1 1 1 'H '•'-'-r-'- 

s.oo_ 9,oo io.oo i_i,oo _ 12 . 00 . 

Ret. Time 


Area 

Area % 

Ratio % 

3.775 


144520 

7.81 

CO 

4.596 


1706050 

92.19 

100.00 


830241.D Thu May 31 04:13:46 2012 Page 1 


Folk_OIG_PRR_112241 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830241.D 

Operator : DCS 

Date Acquired 
Sample Name 
Submitted by : DCS 

Vial Number : 41 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


31 May 2012 4 ; 02 


Search 

Libraries; C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_T0X2,L 



PK# 

RT Library/ID 

CAS# 

Qual 


1 3.77 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo [2, 1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo [2 ,1-b]thiazole, 2,3,5,6-tet 006649-23-6 * 98 


Abundance Average of 3.743 to 3.918 min.: 83024i.Didata.ms (-) 




83 0241.D Thu May 31 04:13:47 2012 


Page 2 


Folk_OIG_PRR_112242 





Area Percent / Library Search Repor 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\83Q241.D 

Operator : DCS 

Date Acquired : 31 May 2012 4:02 

Sample Name : 

Submitted by : DCS 

Vial Number ; 41 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMWJTOX2.L 


PK# RT 

Library/ID 


CAS# 

Qual 

2 4.60 

C:\Database\SLI.L 





COCAINE 


0000S0-36-2 

99 


COCAINE 

i.y 

000050-36-2 

99 


COCAINE 


000050-36-2 

99 


Abundance Average of 4,564 to 4744 min.: 830241 .D\data.ms (0 



m/z--> 40 60 80 100 120 140 180 ISO . .200 220 240 .260 280 300 


83 0241 . D Thu May 31 04:13:47 2012 Page 3 

Folk_OIG_PRR 112243 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C;\MSDCHEM\l\SYSTEM7\05_30_12\830242.D 

Operator : DCS 

Date Acquired : 31 May 2012 4;17 

Sample Name : 

Submitted by : DCS 

Vial Number .* 42 

AcquisitionMeth: DRUGS.M 
Integrator : RTS 



Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 J_1.00_ 12.00 


Ret. Time 


Area 

Area % 

Ratio % 



4.596 


1488162 

100,00 

100.00 




830242,D Thu May 31 04:29:08 2012 Page 1 

Folk_OIG_PRR 112244 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\G5_30_12\830242.D 
DCS 

31 May 2012 4:17 


DCS 

42 

DRUGS,M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a,L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2 . l> 



PK# 

RT Library/ID 

CAS# 

Qual 


1 4.60 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Abundance 


80 


60 

40 

20 


42 


m/z-> 


40 


I 5 , 5 68 


Average of 4.559 to 4.786 min.: 830242.D\data.ms (-) 


182 


94 


105 


122 


60 


80 


100 


135 7 2 1f ?6 


198 


120 140 160 180 200 


208 222 242 


303 


-p-TT 
220 


272 

260 j 288 


-r-T ! rprrrrp- 

240 260 280 300 


Abundance 


#29: COCAINE 



830242.D Thu May 31 04:29:09 2012 


Page 2 


Folk_OIG_PRR_112245 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date. Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\SYSTEM7\05_30J12\83-0243 . D 
DCS 

31 May 2012 4:33 


DCS 

43 

DRUGS.M 
RTE 


- 7* —— 

Abundance TIC: 830243.DWata.ms 



Ret, Time 

Area 

Area % 

Ratio % 

4,596 

1421123 

100.00 

100.00 


830243.D Thu May 31 04:44:32 2012 


Page 1 


Folk OIG PRR 112246 



Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\SYSTEM7\05__3 0_12\83 0243.D 

Operator : DCS 

Date Acquired : 31 May 2012 4:33 

Sample Name : 

Submitted by ; DCS 

Vial Number : 43 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST05a*L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.60 C:\Database\SLl.L 

COCAINE 000050-36-2 99 
COCAINE ^ . 000050-36-2 99 
COCAINE 000050-36-2 99 


Abundance Average of 4.527 to 4.696 min.: 830243,D\data.ms (-) 

8! 2 

182 

80 I 



830243.D Thu May 31 04:44:33 2012 Page 2 


Folk OJG PRR 112247 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830244.D 

Operator : DCS 

Date Acquired : 31 May 2012 4:48 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS,M 
integrator : RTF 



Ret, Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS** * 


830244,D 


Thu May 31 04:59:59 2012 


Page 1 


Folk OIG PRR 112248 





Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator 


Data File: 

C:\MSDCHEM\1\SYSTEM7\05_30_12\830245.D 
DCS 

31 May 2012 5:04 

BLANK 

1 

DRUGS . M 
RTE 


Abundance 


1500 


1000 


500 


0 


TIC: 830245.D\data,ms 







i ' • "' r " T ' i ' 1 ' * I ' ' ' r 'l ' ' 1 1 ! 1 1 1 r '"f i H 1 1 ! 1 ' 1 -r-|-T-i-T-i | i r i r T « ' >"< j * ' 

Time~> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


830245.D 


Folk_OIG_PRR 112249 


Thu May 31 05:15:34 2012 


Page 1 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\SYSTEM7\05_30_12\830246.D 

DCS 

31 May 2012 5:19 

COCAINE STANDARD 

16 

DRUGS.M 
RTE 


Abundance 

1500000 

1000000 - 

5000001 



TIC: 830246.D\data.ms 


Q i— y — i — t- i — r —r 

Time--> 2.00 3.00 


Too" 


8.00 


~1 —j—T" 

9.00 


T“ 


T~ 


10.00 11.00 12.00 


Ret, Time 

Area 

Area % 

Ratio % 

4,596 

1542528 

100.00 

100.00 


830246,D Thu May 31 05:31:01 2012 Page 1 


FolkJ3IG__PRR 112250 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830246.D 

Operator : DCS 

Date Acquired : 31 May 2012 5:19 

Sample Name : COCAINE STANDARD 

Submitted by : 

Vial Number : 16 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.60 C:\Database\SLI.L 

COCAINE / 000050-36-2 99 
•COCAINE L-' 000050-3.6-2 99 
COCAINE 000050-36-2 99 


Abundance Average of 4.664 to 4.760 min.: 830246.D\data.ms (-) 



m/z--> 40 60 80 100 120. 140 160 180 200 220 240 260 280 300 


830246.D Thu May 31 05:31:02 2012 Page 2 

Folk OIG PRR 112251 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\Q5 

DCS 

31 May 2012 5:35 

BLANK 
DCS 
1 

DRUGS.M 
RTE 


30 12\'830247 . D 



T(rne^> 2,00 3.00_4,00 5.00 6,00 7.00 8,00 ?.00_ 10.00..11,00 12,00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


830247.D Thu May 31 05:46:30 2012 


Page 1 


Folk_OIG_PRR_112252 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830248.D 

DCS 

31 May 2 012 5;5 0 


DCS 
48 

DRUGS.M 
RTE 


Abundance 
1000000 
800000 
600000 
400000 
200000 

0 I-1- T -T—y-i T 1 j-1- 1 I I j - V I 1 - 1 - j " ~T I -1-I- 1 -I-1- T - ! - [ 3~ ! !> ! ><-1 '! “J-f 1 T i-1-I-1- r~Tj-T“f ' ? I 

Time~> 2.00 3.00 _ 4.00. 5.00 6,00 7.00._ 8,00 9,00. IpipQ . 1JLP.P..12.00 


4.^96 


TIC: 830248.D\data.ms 


Ret. Time 

Area 

Area % 

Ratio % 

4.596 

1059007 

100.00 

100.00 


830248.D Thu May 31 06:02:11 2012 Page 1 


Folk_OIG_PRR_112253 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C: \MSDCHEM\1\SYSTEM7\05_30JL2\830248 ,D 

Operator : DCS 

Date Acquired : 5:50 

Sample Name : mm 

Submitted by : DCS 

Vial Number ; 4 8 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS ft Qual 


4.60 C:\Database\SLI.L 

COCAINE 000050-36-2 99 

COCAINE 000050-36-2 99 


COCAINE 


000050-36-2 99 



Abundance #29; COCAINE 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\i\SYSTEM7\05_30_12\830249.D 

Operator : DCS 

Date Acquired : 31 May 2012 6:06 

Sample Name : 

Submitted by : DCS 

Vial Number : 4 9 

Acquis!tionMeth: DRUGS.M 
Integrator : RTF 



Time»> 2,00 __3.00 4.00 5.00 6.00 7.00_ 8.00 91)0_10.00_11,00. 12.00 


Ret. Time Area Area % Ratio % 

4.596 850940 100.00 100.00 


830249.D Thu May 31 06:17:40 2012 


Page l 


Folk_OIG_PRR_112255 




Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\SYSTEM7\Q5_30__12\830249 .D 
DCS 

l^ Mav 2012 6:06 

DCS 
49 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 

Qual 

000050-36-2 

99 

000050-36-2 

99 

000050-36-2 

99 




4,60 


C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


cS 




Abundance 


Average of 4,564 to 4.723 min.: 830249.D\data.ms M 




830249 -D 


Thu May 31 06:17:40 2012 


Page 2 


Folk_OIG_PRR_112256 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\SYSTEM7\05_30_12\830250.D 

DCS 

31 May 2012 6:21 


DCS 

50 

DRUGS,M 
RTE 



Time-> 2.00 3.00. 4.00 5.00 6.00 7.00 8.00 9.00 10,00 JJ.00 12.00 


Ret. Time Area Area % Ratio % 


3.775 118706 6.19 6,60 

4,596 1798421 93,81 100.00 


830250.D Thu May 31 06:33:07 2012 Page 1 


FolkJ3IG__PRR 112257 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05__30__12\830250.D 

Operator : DCS 

Date Acquired : 31 May 2012 6:21 

Sample Name : 

Submitted by : DCS 

Vial Number : 50 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L. Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2,L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3.77 

C:\Database\NIST05a.L 






Imidazo[2,i~b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

. 98 



Imidazo[2,1-b]thiazole, 

2,3,5,6-tet 

014769-73-4 

98 


Abundance Average of 3.743 to 3.944 min.: 630250.D\data.ms (-) 




830250.D Thu May 31 06:33:07 2012 


Page 2 


Folk OJG PRR 112258 









Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830250.D 

Operator : DCS 

Date Acquired : 6:21 

Sample Name : 

Submitted by : DCS 

Vial Number : 50 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4,60 C:\Database\SLI.L 

COCAINE 000050-36-2 99 
COCAINE * yyS 000050-36-2 99 
COCAINE 000050-36-2 99 


Abundance Average of 4.543 to 4,760 min.; 830250.D\cJata.ms (-) 



m/z-> 40 60 80 100_120_140 160 180 200 220 240 260 .280 300 

Abundance #29: COCAINE 

l % 


80 j 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


830250.D Thu May 31 06:33:08 2012 


Page 3 


Folk OIG PRR 112259 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830251.D 

DCS 

31 May 2012 6:37 



Abundance 

800000 

600000 

400000 

200000 

O^T- 

Time”> 2,00 



4,696 


TIC: 830261.DWata.ms 


t— j—!—i—r-4—|—i ' i .‘n —|— i.i—rr f —i— t— i—i— ; i t t-t | —i—i—i—i— j t i r~r —t— r—i—i— j t t r r~j —i—i—i—r 

3.00 4^00 5.00 6,00 7.00 6.00 9.00 10,00 _11.00 J2.00 


Ret. Time 

Area 

Area % 

Ratio % 


4.596 

831528 

100.00 

100.00 



830251.D Thu May 31 06:48:48 2012 Page 1 


Folk_OIG_PRR 112260 





Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\0 5_3 OJL2\830251.D 
DCS 

31 May 2012 6:37 


DCS 
51 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NX3T05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

4.60 

C:\Database\SLI.L 






COCAINE 


000050-36-2 

99 



COCAINE 

l/' ■ 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 




830251.D 


Thu May 31 06:48:48 2012 


Page 2 


Folk OIG PRR 112261 



















Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830252.D 

Operator : DCS 

Date Acquired ; 31 May 2012 6:53 

Sample Name ; 

Submitted by : DCS 

Vial Number : 52 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance ^ TIC: 830252.D\data,ms 

4.^95 

1000000 


500000 



830252.D Thu May 31 07:04:29 2012 


Page 1 


Folk OIG PRR 112262 




Area Percent / Library Search Report 


Information from Data File * 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830252.D 

Operator : DCS 

Date Acquired : 31 May 2012 6:53 

Sample Name : 

Submitted by : DCS 

Vial Number : 52 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


1 

4.60 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 


CAS ft Qual 


Abundance 


Average of 4.532 to 4.749 min,: 830252.D\eJata.ms {-) 



Abundance 


#29; COCAINE 





830252.D Thu May 31 07:04:29 2012 


Page 2 


Folk OJG PRR 112263 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


C : \MSDCHEM\l\SYSTEM7\05__3D__12 \83 02 53 . D 
DCS 

31 May 2012 7 : 08 

BLANK 
DCS 
2 

DRUGS . M 
RTE 



Time :r >_ 2.00 3.00 4.00 5.00_6.00 7,00 8.00 9,00 J0.00 1100 12,00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


830253,D Thu May 31 07:20:12 2012 Page 1 


Folk_OIG_PRR_112264 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830254.D 

Operator ' : DCS 

Date Acquired 
Sample Name 
Submitted by : DCS 

Vial Number ; 54 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Abundance 



TIC: 830254,D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.596 

858088 

100.00 

100,00 


83 0254 , D Thu May 31 07:35:51 2012 Page 1 


FolkJ3IG__PRR 112265 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30_12\830254.D 

Operator : DCS 

Date Acquired : 31 May 2012 7:24 

Sample Name : 

Submitted by : DCS 

Vial Number : 54 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2«L 

PK# RT Library/ID CAS# Qual 


1 4.60 C r\Database\SLI,L 

COCAINE . 000050- 3 6-2 99 
COCAINE . 000050-36 - 2 99 
COCAINE ' 000050-36-2 99 


Abundance Average of 4.553 to 4.733 min.; 830254.D\data.ms {-) 

I ¥ 



m/2-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


830254.D Thu May 31 07:35:51 2012 Page 2 


Folk OIG PRR 112266 











Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830255.D 

DCS 

31 May 2012 7:40 


DCS 
55 

DRUGS.M 
RTE 


Abundance 


TIC: B30255 D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4 ,596 

753551 

100,00 

100.00 


83 0255.D Thu May 31 07:51:32 2012 


Page 1 


Folk_OIG_PRR 112267 










Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\05_30_12\830255.D 

Operator : DCS 

Date Acquired : 31 May 2012 7:40 

Sample Name : 

Submitted by : DCS 

Vial Number : 55 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


4.60 C:\Database\SLI.L 

COCAINE 000050-36-2 99 
COCAINE . 000050-36-2 99 
COCAINE 000050-36-2 99 


Abundance Average of 4.659 to 4.733 min.: 830255. D\data. ms (-) 

I 8 £ 



m/Z“> 40 60 80 100 120 140 160 180 200 220 240 260 _280 300 

Abundance #29: COCAINE 

I # 


80 



830255,D Thu May 31 07:51:32 2012 


Page 2 


Folk OJG PRR 112268 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SY3TEM7\05_30_12\B30256,D 

DCS 

31 May 2012 7:55 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


DCS 

56 

DRUGS.M 
RTE 


77 


zl 


Abundance 


1000000 


500000 



TfC: 83025S.D\data.ms 


r r ~ 

Tlme-> 2.00 

f f 1 r 

3.00 

~1—T f ! 1—V 1 | 1 1 r—J—J T- 

4.00 5.00 6,00_ 

~T- 1 —J- J —T"”T—T 

7/00 

^ —j —i— r —i—r—f— } —r^i—r—j—i — r — i — i —f — i ) i > —:— i — i — r~ 

8.00 9.00 10.00 11.00 12.00 

Ret . Time 


Area 

Area % 

Ratio % 

4 . 596 


1255391 

100 . 00 

100.00 


830256,D Thu May 31 08:07:15 2012 Page 1 


Folk_OIG_PRR 112269 




Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\SYSTEM7\05_30_12\830256.D 

Operator : DCS 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 56 

Acquis!tionMeth: DRUGS.M 
Integrator : RTE 


31 May 201 2 7:55 

DCS 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a*L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# RT 

Library/ID 


CAS# 

Qual 

1 4.60 

C:\Database\SLI,L 
COCAINE 


000050-36-2 

93 


COCAINE 

000050-36-2 

99 


COCAINE 


000050-36-2 

99 

Abundance 

Average of 4.563 to 4.733 min.: 830256*D\bata.ms {-) 





830256.D 


Thu May 31 08:07 :16 2012 


Page 2 


Folk_OIG_PRR_112270 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\SYSTEM7\05_3 0__12\83 0257,D 
DCS 

31 May 2012 8:11 


DCS 

57 

DRUGS.M 
RTE 


Abundance 

800000 

600000 

400000 


is 


4.^96 


T!C: 830257.D\data,ms 


200000' I 

0 ^— } r r i j- f i -v-r -i 7 j r i i i "f i i t r ; t i t t f i t ■ > i j f i i i ; "i i i ) i ) 1 ' " i f * > ) 


Time—> 2,00 

3.00 

4 m 

5,00.6.00 

7.00_ 

8.00 9,00 . 10.00 _ 11.00 12,00 


Ret. Time 



Area 

Area % 

Ratio % 


4.596 



927990 

100.00 

100.00 



83 0257.D Thu May 31 08:22:58 2012 Page 1 


Folk_OIG_PRR 112271 







Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\SYSTEM7\05_30_12\830257.D 

Operator ; DCS 

Date Acquired : 31 May 2012 8:11 

Sample Name : 

Submitted by : DCS 

Vial Number : 57 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L- Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW TOX2,L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 4,60 

C:\Database\SLI.L 




COCAINE v' 

000050-36-2 

99 


COCAINE . lS 

000050-36-2 

99 


COCAINE 

000050-36-2 

99 

Abundance 

Average of 4.559 to 4,749 min.; 

830257.D\data.ms (-). 

..... 



m/z-> 40 60 60 100 120 140 160 180 200 220 240 260 280 300 


830257,D Thu May 31 08:22:59 2012 Page 2 

Folk OIG PRR 112272 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\SYSTEM7\05__30_12\830258 .D 
DCS 

31 May 2012 8:27 


DCS 

58 

DRUGS.M 
RTE 


Abundance 






</ 


TfC: 830258.DWata.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.596 

1469955 

100.00 

100.00 


830258.D Thu May 31 08:38:39 2012 


Page 1 


Folk_OIG_PRR_112273 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator- 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30JL2\830258.D 
DCS 

31 May 2012 8:27 


DCS 
58 

DRUGS.M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW TOX2,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 

Library/ID 


CAS# 

Qual 

1 4,60 

C:\Database\SLI.L 

^. 




COCAINE 


000050-36-2 

99 


COCAINE 

Is 

000050-36-2 

99 


COCAINE 


000050-36-2 

99 



80 

60 

40 

20 

0- 


* 


42 

55 68 


'T^' ri '! 
m/z-> 40 60 


182 


94 


105 


122 


135 1 j 2 ^6 

l j . - i 


198 


80 100 120 140 160 180 


“TT 

200 


214 


" T "f ' 4 1 1 I 
220 240 


272 

244 259 1 


303 


260 280 


* * r f 1 
300 


830258.D Thu May 31 08:38:40 2012 


Page 2 


Folk OIG PRR 112274 











Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by ' : 

Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHSM\1\SYSTSM7\05_3 0_12\83 02 59.D 
DCS 

31 May 2012 8:43 

BLANK 

2 

DRUGS.M 
RTE 



Time-*> 2.00 3.00 4.00 5,00 6.00 7,00 8,00 9,00. 10,00 11.00 12,00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


830259.D Thu May 31 08:54:17 2012 


Page 1 


Folk_OIG_PRR_112275 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\ 1 \ SYSTEM7\ 0 5__3 0_12\830260.D 
DCS 

31 May 2012 8;58 

BLANK 


DRUGS,M 
RTE 



Time--> 2,00 3,00 400 5,00 6,00__ 7.00 6,00 9,00 10.00 11.00 12.00 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS* ** 


83 026 0,D Thu May 31 09:09:56 2012 


Page 1 


Folk_OIG_PRR_112276 




Area Percent / Library Search Report 


Information 
Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

C:\MSDCHEM\l\SYSTEM?\05_3 0_12\83 0261.D 
DCS 

31 May 2012 9:14 

COCAINE STANDARD 


16 

DRUGS. 
RTE 


Abundance 
1500000j 


4.^96 


T(C: 830261.DWata.ms 


1000000 


500000 


O^f-T 

Time--> _2.00 


i — j — i — i — rr] — n — f*~? — j —r 1 1 r ,_ i—]—i— \ —i—r]—i—I—i—i—j—r 

3.00_ 4.00 ...5.00. 6,00 7.00 _8.00 


I I > I I . -■! -T i- r . < ,-T T -r- r 

9.00... 10.00 11.00 12X30 


Ret. Time 

Area 

Area % 

Ratio % 

4.596 

1505075 

100.00 

100.00 


830261.D Thu May 31 09:25:46 2012 


Page l 


Folk_OIG_PRR_112277 




Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\SYSTEM7\05_30_12\830261.D 

Operator : DCS 

Date Acquired : 31 May 2012 9:14 

Sample Name : COCAINE STANDARD 

Submitted by : 

Vial Number : 16 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMWJT0X2,L 

PK# RT Library/ID 


4.60 C:\Database\SLl.L 
COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


CAS# Qual 


Abundance Average of 4,669 to 4.760 min.: 830261 .D\daia. ms 0) 

I 8j2 



mlz--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AequisitionMeth 
Integrator 


C : \MSDCHEM\l\SYSTEM7\05__3 0_12 \S3 0262 . D 
DCS 

31 May 2012 9:30 

BLANK 
DCS 
2 

DRUGS . M 
RTE 



Time—> 2.00 3.00 4.00 5,00_6,00 7.00 8.00 9.00 _ .10.00 11.00 12,00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


i 


830262.D Thu May 31 09:41:25 2012 Page 1 


Folk OIG PRR 112279 




Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\3YSTEM7\05_30JL2\830263 .D 
DCS 

31 May 2012 9:45 


DCS 
63 

DRUGS.M 
RTE 



Time-> 2,00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10,00 11.00 12,00. 


Ret. Time 

Area 

Area % 

Ratio % 

4 . 596 

1015434 

100.00 

100.00 


830263.D Thu May 31 09:57:03 2012 Page 1 


Folk_OIG__PRR 112280 






Area Percent / Library Search Report 


Information from Data File: 

Pile Name : C; \MSDCHEM\l\SYSTEM7\05__3 0__12\83 0263 . D 

Operator : DCS 

Date Acquired : 31 May 2012 9:45 

Sample Name : 

Submitted by : DCS 

Vial Number : 63 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX 2.L 

PK# RT Library/ID CAS# Qual 


1 4.60 C:\Database\SLI.L 

COCAINE 000050-36-2 99 

COCAINE lS 000050-36-2 99 


COCAINE 


000050-36-2 99 


Abundance Average of 4.548 to 4.712 min.; 830263„D\data,ms (-) 



m/z-> 40 60 SO .100 120 140 160 180 . _200 220 240 260 280.300 

Abundance #29; COCAINE 



83 0263.D Thu May 31 09:57:04 2012 


Page 2 


Folk_OIG_PRR_112281 





Area Percent / Library Search Report 


Information from Data File: 



Time--> 2.00 

3.00 

4.00 

5.00 .6.00 

.7.00 

8,00 9.00 10.00 11.00 12.00 

Ret. Time 



Area 

Area % 

Ratio % 

4.596 



922980 

100.00 

100.00 


830264.D Thu May 31 10:12:42 2012 Page 1 


Folk OIG PRR 112282 



Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\l\SYSTEM7\05_3 Q__12\83 0264 .D 
DCS 

31 May 2012 10 : 01 


DCS 

64 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI*L Minimum Quality: 80 

C: \Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

4,60 

C:\Database\SLI.L 






COCAINE 

/ / 

000050-36-2 

99 



COCAINE 

L' 

000050-36-2 

99 



COCAINE 


000050-36-2 

99 


Abundance 

80 

60 

40 

20 

0^ 




Average of 4.564 to 4,723 min,: 830264.D\data.ms (-) 


182 


42 


j 55 68 

, lLtiki, Vk, 


9 , 4 105 


122 


135 


198 


208 222 245 259 


272 


303 


288 


h A 1 

nj u ^ r i 1 1 i i , | l l ' l T - v ‘ r l i i 1 !" 1 ! [ i f i i i f 1 * ] i i i 1 - 7 -i \ i < ' t - j ' i i i ij - 

m/z-> 40 60 80 100 120_140 160 .180 200 220 240 260. 280 300 


Abundance 


#29: COCAINE 



830264,D Thu May 31 10:12:43 2012 


Page 2 


Folk_OIG_PRR 112283 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM \ 1 \ S YSTEM7 \ 0 5_3 0__12 \ 830265,D 
DCS 

31 May 2012 10:17 


DCS 

65 

DRUGS.M 
RTE 


Abundance 


TIC: 830265.DVdata.ms 



Ret. Time 


Area Area % Ratio % 


4.596 


1352003 100.00 100.00 


830265,D Thu May 31 10:28:28 2012 Page 1 


Folk_OIG_PRR_112284 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\05_30_12\830265.D 

Operator ; DCS 

Date Acquired : 31May2012 10:17 

Sample Name : 

Submitted, by : DCS 
Vial Number : 65 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C : \Database\PMW_T0X2 . L 

PK# RT Library/ID CAS# Qual 


1 4.60 C:\Database\SLI.L 


COCAINE 

l/ 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 


000050-36-2 

99 


Abundance 


Average of 4.564 to 4.749 min.: 830265.D\data.ms M 



Abundance 


#29: COCAINE 




Folk OIG PRR 112285 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830266.D 

DCS 

31 May 2012 10:32 


DCS 

66 

DRUGS.M 
RTS 




Abundance 


1000000 


500000 


Oh - 

Time-> 2.00 



iS- 


TIC: 830266.DWata.ms 


3.00 


5.00 


6.00 


7.00 


-T-p-T-T- 

8.00 


9.00 


1 1 ! 1 *— 
10.00 


' ! 1 » 1 .i" r " 1 

11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 


4.596 

1175192 

100.00 

100.00 



830266.D Thu May 31 10:44:06 2012 Page 1 


Folk OIG PRR 112286 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05 

DCS 

31 May 2012 10:32 


DCS 

66 

DRUGS.M 
RTE 


30 12\830266 . D 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST05a.L 
C:\Database\PMW T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 4.60 C:\Database\SLI.L 


COCAINE 


000050 - 36“2 

99 

COCAINE 

/ 

/ / 

000050-36-2 

99 

COCAINE 

l y 

000050-36-2 

99 


Abundance 


Average of 4.564 to 4.723 min.: 830266.0\data.ms 0) 



Abundance #29: COCAINE 



830266.D 


Thu May 31 10:44:07 2012 


Page 2 


Folk OIG PRR 112287 








Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

C:\MSDCHEM\1\SYSTEM7\05_30_12\830267.D 
DCS 

31 May’2012 10:48 


DCS 

67 

DRUGS 

RTE 


M 


Abundance 


0 / 




TIC: 830267.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

4.596 

1203200 

100.00 

100.00 


830267.D Thu May 31 10:59:45 2012 Page 1 


Folk OIG PRR 112288 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\05_30__12\830267.D 

Operator : DCS 

Date Acquired : 31 May 2012 10:48 

Sample Name : 

Submitted by ; DCS 
Vial Number ; 67 

AcqnisitionMeth : DRUGS . M 
Integrator : RTS 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C;\Database\PMWJT0X2,L 

PK# RT Library/ID CAS# Qual 


Minimum Quality: 80 
Minimum Quality: 80 


1 4,60 C: \Database\SLI, L 

COCAINE 000050-36-2 99 
COCAINE 1/ 000050-36-2 99 
COCAINE 000050-36-2 99 



Abundance #29: COCAINE 



830267,D 


Thu May 31 10:59:46 2012 


Page 2 


Folk OIG PRR 112289 












Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C : \MSDCHEM\ 1 \SYSTEM7 \ 05_3 0__12 \ 83 02 6 8 . D 
DCS 

31 May 2012 11:04 

BLANK 

2 

DRUGS. M 
RTE 



Time-> 2.00 3.00 4.00 _5.00 6.00 7.00 __ 8,00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


* **NO INTEGRATED PEAKS*** 


830268.D Thu May 31 11:15:24 2012 Page 1 


Folk_OIG__PRR 112290 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

C:\MSDCHEM\l\SYSTEM7\05_30_12\830269.D 

DCS 

31 May 2012 11:19 

BLANK 

2 

DRUGS . M 
RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


830269,D Thu May 31 11:31:08 2012 Page 1 


Folk_OIG_PRR_112291 




Area Percent / Library Search Report 


Information from Data.File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\05_30_12\830270 . D 
DCS 

31 May 2012 11:35 

COCAINE STANDARD 

16 

DRUGS.M 
RTE 

: . . . ... __. 


7 " 


Abundance 

1500000 




4.$96 


TIC; 830270.D\data.ms 


1000000 


500000 


0 —]—<-F—I—1— | T - T —I—l—j—I-1—r -T"7" I 1 .T -1—]—I—1-r—I—f —T ■ h I V —f-1—I-1—1— J —I—I—I—O'— f —1-1—I—|-F—7- I * .j—!—1-1—T 

Tlme-> 2,CO 3 00 4J)0 5.00_ 6.00 7.00 8,00 9,00 m00 11 00_ ; 12.00. 


Ret. Time 

Area 

Area % 

Ratio % 

4 .596 

1485217 

100.00 

100.00 


830270.D Thu May 31 11:46:49 2012 Page 1 

Folk_OIG_PRR 112292 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquieitionMeth: 
Integrator : 


Data File: 

C : \MSDCHEM\ 1 \SYSTEM7 \ 0 5__3 0__12\830270.D 
DCS 

31 May 2012 11:35 

COCAINE STANDARD 

16 

DRUGS . M 
RTE 


Search Libraries: 


C:\Database\SLI,L 
C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 

Qual 

000050-36-2 

99 

000050-36-2 

99 

000050-36-2 

99 

(-) . 

—. 


4.60 C:\Database\SLI,L 
COCAINE 
COCAINE 
COCAINE 


Abundance 

80 

60 

40 

20 

0 


8|2 


42 


i 55 67 


Average of 4.559 to 4.754 min.: 830270.D\data.ms (-) 
182 


94 105 


M 


122 


j 138 166 

j't | rr t . . . .rV"r -( . rt - f--r-- r4 a i ) i t r- rf^r-r ry r r r T j > i 

m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


198 


214 


272 

242 260 j 288 

r i.! i : t i 


303 


Abundance 

80 

60 

40 

20 

0 


* 


42 

Ju 


,65 68 


#29: COCAINE 


182 


94 


■J , I 


105 


122 


214 


135 If 2 ^6 

n ["i 1 i T""r'j ' j " ' j -rq^i—i— f V^-r-rMA—p~rA r i | " ' < t i f l j r T r - r -T - T -f - t j. i i j } i I ' i j-t ? » i j 

m/Z”> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


198 


244 259 

Tm- 


272 


303 

It* 


830270.D 


Thu May 31 11:46:49 2012 


Page 2 


Folk OIG PRR 112293 
















